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PAREXEL 

195 West Street 

Waltham, Massachusetts 02451-1163 
+1 781 487 9900 Fax: +1 7$1 487 0525 
www.parexel.com 


March 19, 2003 


VTA UPS 

Valerie King 
Philip Morris USA Inc. 

615 Maury Street 
Richmond, VA 23224 

RE: Project Agreement Number 2 between Philip Morris Incorporated and FARMOVS 
PAREXEL Clinical Research Organization 

Dear Ms. King: 

Enclosed please find duplicate originals of the above referenced agreement. Both originals have 
been executed by PAREXEL. Please have these originals executed on behalf of Philip Morris 
and return one frilly executed original to my attention. 

If you have any questions, please do not hesitate to contact me at (781) 434-4250. 


Sincerely, 



Itorene A/Monahan 
Contracts Administrator 


Enclosures 


PM3006789993 


Source: https://www.industrydocuments.ucsf.edu/docs/qzlx0001 



